ANDREWS INTL / HBID INCIDENT REPORT/LOG 


FOOT BEAT ROBERT 1 

DATE 4-28-2015 
OFFICER 1 A. NUNEZ #1600 
OFFICER 2 N/A 
SUPERVISO § J. SALAZAR 

R 


1000 START SHIFT. RECEIVED RADIO EQUIPMENT IN GOOD 
HRS CONDITION. RECEIVED PASS DOWN INFORMATION. 


1000/18 DISPATCH COVERAGE 
30 


1400/14 CODE 7 
30 


1830 E.O.W 
HRS 


